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Notice 


There will be a meeting of the Environmental Control Committee of the Board of 
Commissioners of Cook County on Thursday, October 2, 2008 at the hour of 9:30 A.M. in the 
Board Room, Room 569, County Building, 118 North Clark Street, Chicago, Illinois to consider 
the following: 

295887 BUREAU OF ADMINISTRATION, MARK KILGALLON, Chief Administrative 
Officer; Transmitting a Communication: 

The Bureau of Administration, Industrial Engineering, the Department of Facilities 
Management, and the Office of the Purchasing Agent hereby jointly submit the 
Cook County Bottled Water Analysis Report as required by Resolution 08-R-68 
which was approved and adopted by the Board of Commissioners on February 
20, 2008. 

I respectfully request the opportunity to discuss this report with the Environmental 
Control Committee of the Board of Commissioners. 

* Referred to the Committee on Environmental Control on September 3, 
2008. 
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